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CLEVELAND MUSEUM OF ART IS CITY’S NEWEST LIGHTED GEM 

On Tuesday evening, November 5, The Cleveland Museum of Art, one of 
Cleveland's most beautiful buildings, will be illuminated by a dramatic new 
outdoor floodlighting system. The lighting installation was designed by John 
Kennedy, General Electric lighting systems engineer, Kennedy has designed 
lighting for many other Cleveland landmarks, including the Terminal Tower, and, 
most recently, the National City Bank Building. 

Museum director Evan H. Turner said, "The daytime view of the Museum, 
especially as it is reflected in the Fine Arts Garden lagoon, is a familiar and 
well-loved sight in Cleveland. Now we'll also have a spectacular nighttime view." 
To achieve the effect that most closely approximates the Museum's daytime appear- 
ance, Kennedy chose General Electric's Multi-Vapor W metal halide lamps, which 
produce light very close to the color of natural daylight. Both the pure white 
marble of the original 1916 building, facing south towards Euclid Avenue, and the 
grey striped granite of the 1970 addition, facing north to Wade Park, are equally 
enhanced by this crisp, clear white light, according to Kennedy. 

Twenty-three 400-watt Multi-Vapor lamps, installed around the base of the 
building, light the classical facade of the Museum's original building, which was 
designed by the Cleveland architectural firm of Hubbell and Benes. In addition, 
three 175-watt metal halide lamps mounted in the ceiling of the Museum's south 
portico provide downlighting at the south entrance. The Museum's north wing, 
designed by architects Marcel Breuer and Hamilton Smith, is lighted by seventy-six 
175-watt Multi-Vapor lamps mounted below ground level along the north and east 
sides of the building. 


(more) 


2-new lighting system 


General Electric donated lighting design services, lamps, and some of 
the fixtures for the Museum, and The Cleveland Electric Illuminating Company 
is contributing toward the cost of the new lighting. The Harrington Electric 
Company and Museum electricians collaborated on installation of the lighting 
equipment . 

The new lighting system is controlled by a photo-electric cell that turns 
the lights on at dusk. While accentuating the building's beauty, the flood- 
lighting will also enhance security in the area. The lighting is expected to 
cost about $5.30 per night to operate; this cost is comparable to the power cost 
for the much less extensive system of incandescent lamp floodlighting installed 
at the Museum in 1970, which the new system replaces. 

The Museum is the fifth major building in University Circle to install new 
exterior floodlighting, encouraged by University Circle, Inc.'s Lighting Committee, 
chaired by Mrs. Herman L. Vail. The Museum is also one of the first institutions 
to participate in the special outdoor lighting program co-sponsored by General 
Electric and The Cleveland Electric Illuminating Company to highlight Cleveland's 
architectural assets. 
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For additional information, please contact the Public Information Office, 
The Cleveland Museum of Art, 11150 East Boulevard, Cleveland, Ohio 44106; 
216/421-7340. 



